Sham Shui Po - Silver Certificate Building 


Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Management System) Certificate 
(as at 31 August 2021) 


Caritas Medical Centre Wai Ming Block 
Caritas Medical Centre Wai Yee Block 


